REVISIONS 


DESCRIPTION APVRIDATE 


BACK SIDE 


RATINGS FOR REFERENCE ONLY 
VOLTAGE: 500 RMS 
CURRENT: 25 WATTS 
WEIGHT: .18 LBS (REF) 


NOTES: 
1. RHEOSTAT (REF) : OHMITE RHS100E 


2. MODIFY TO PROVIDE FULL OFF IN THE "OFF" POSITION 


[3 > GRIND THRU ONE TO FOUR WIRES AND APPLY 
PROTECTIVE COATING OF ACRYLIC ENAMEL 
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TOLERANCES ARE: [CHECKED | 


x #050 a o Pe ie RHEOSTAT MODIFIED 
XXX +010 da a "9122/1 1 


THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY Drawing Number G12889 
TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 
ANYONE WITHOUT THE WRITTEN PERMISSION OF GENEVA AVIATION, INC. | Pro No: GA129 | SIZE A\| Scale: 1:1 |Sheet = of 1 


